This report is required by law (7 USC 2 1 43). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21J 

See attached form for 
additional information. 

^?^**^*lnteragency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 58-R-0001 

CUSTOMER NUMBER: 873 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Florida State University 

Laboratory Animal Resources 

101 Biomedical Research Facility 
Mail Code 4341 

Tallahassee, FL 32306 

NOV 2 

■: 2005 


3. REPORTING FACILITY ( List all locations where anirrals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023M 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animat 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

0. Numberof animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the anirrals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the leaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasr 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






S. Cats 



1 

1 



6. Guinea Pigs 






7. Hamsters 

109 

57 

160 

- 

217 

3. Rabbits 

2 

6 

15 

i 

21 

9. Non-human Primates 






10. Sheep 






11. Pigs 






12. ether Farm Animals 









j 



13. Other Animals 






'leadow Voles 

44 

69 

149 


218 

Prairie Voles 

384 

213 

221 


434 







1 ASSURANCE STATEMENTS 

1 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquiiizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inr 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use, 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGNATURE ^ ^ rvo IMOTIXI |-rir\MAl riCCir*lAl I MAIlilC Tm C rMr r* C O hr IMQTITIITinMAI nPPiriAl / Tuna nr Print ) I DATP .SlfiNFD 


APHIS FORM 
(AUG 91 ) 



















This report is required by law (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 1 


See attached form for 
additional information. 


Interagency Report Control No 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. CERTIFICATE NUMBER; 

58-R-0005 

CUSTOMER NUMBER: 

871 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 


Mount Sinai Medical Center 
Mount Sinai Medical Center 
4300 Alton Rd. 

Miami Beach, FL 33140 


Telephone: (305) -674-2790 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or expenmentation, or held for these purposes. Attach additional sheets if necessary ) 


Harry Pearlaian Biomedical Research facility locations ( sues > - see Atached Listing 

Institute 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessarv or use APHiS Form 7023A > 


A. B. Number of animal 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 

5. Cats 

6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 

11. Pigs 

12. Other Farm Animals 


being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 

D. Number of animals upon 
which e}q)eriments. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquili^ng drugs were 
used. 

E. Number of animals upon which teaching, experiments, | 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz : 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in ihese animals and the reas( 
such drugs were not used must be attached to this report 

1 

j 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


i 


-0- 




-0- 




-0- 








1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual rese 
teaching, testing, surgery, or expenmentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


DATE SIGNED 


/o/y/o\ 


APHIS hUKIVl rU/iJ 

(AUG 91 ) 


(Kepiaces vs hUKM 10 -zj (uui oo). wnicn (s oosoieie.; 










This report is required by law (7 USC 2143). Failure to report 2150 additi onal inforrhalion. 

resul t in an order to cease and desist and to be subject to penalti es as provided for in Section 2150. CUSTOMER n6 ~ 

department of AGRICUL I UKh— M CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 58-R-0012 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for Interagency Report Control No 

50. additional information. 0180-DO ^N 

1. REGISTRATION NO. CUSTOMER NO. I FORM APPROVED 

58-R-0012 874 j 0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

include Zip Code) 

FAMU COLLEGE OF PHARMACY 
410 FOOTE HILYER ADMIN CTR 
TALLAHASSEE, FL 32307 


— I „ in artiial research testinq "teaching, or experimentation, or held for these purposes. Attach additional 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual researcn, testing, leau a, k 

sheets if ne cessary.) 

FACILITY LOCATIONSfsifes) 


FLORIDA A&M UNIVERSITY 
TALLAHASSEE, FL 32307-3800 


REPORT OF ANIMA LS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets ,7 necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explBnation of 
the procedures producing pain or distress In these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF AN+MALS 

(Cols. C * 

D + E) 



^ standards governing the c are, treatment, and use of animals, including appropnale use of anesthetic, analgesic, and tranquilizing drugs, prior to. during? 

’ anmmSl JLearch, teaching, testinl surges, or expenn^nta.ion were followed by this research facility. 

2) Each principal Investigator has considered alternatives to painful procedures. , j h 

3, ThisfacilityisadheringtothestandardsandregulationsundertheAcLand,tha^q^^^^^^^^^^^ 

SS'SwhefA^Sp^'rexceW^ 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 

——————— certification by headquarters research facility official 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Secti o n 2143) . 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFIO ^ 1 NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) DATl 


DATE SIGNED 

11/30/2005 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


part 1 - HEADQUARTERS 






See attached fori 


rnH)0 ^ 2 2 01Jfl^f3gency Report Control No.: 


result in an order to cease and desist and to be subject to penalties as provided for in Section 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 58-R-0016 

CUSTOMER NUMBER: 875 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 

University Of Central Florida 
12443 Research Parkway 

Suite 207 

Orlando, FL 32826 




Telephone: (407) -823-3778 




[s^EPO^INGF^LITY ( List all locations where animals were housed or used ii 

FACILITY LOCATIONS ( Sites ) - See Atached Listing 

PPPOPT OF AMIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ) Attach additional sheets if necessary or use APHIS Form 7023^ 


Animals Covered 
By The Animat 
Welfare Regulations 


Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing dnjgs were 
used. 


E. Number of anintals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for svh j 
the use of appropriate anesthetic, analgesic, or tranquiliz - 
drugs would have adversely affected the procedures, res | 
or interpretation of the leaching, research, expenments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



\) p.ofessicnallyaccep.ables.andardsgoverning..eca re..rea.men..anduseofanlr,.l3.includlngapprop.^^^ 

teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the proviston of adequate vetehnary care and to cversee the adeguacy of other aspects of an,ma care an us_ 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGN/ 


APHIS 

( AUG 91 ) 


DATE SIGNED 

uix^ju ■< 









This report is required by law (? USC 2l 43) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEAROH FAOILITY 
(TYPE OR PRINT) 


Set reverse side lor 
additionalinformation 


It REGISTRATION NO . 


' 58-R-0020 


Interagency Report Control Mo 

01 80-0OA-AN 


FORM APPROVED 
OMS NO 0S79-OO36 


2-_H^D0UARTERS research facility (Name and Address, as registered with USOA 

mu f> one) Institute of Technology 

150 W. University Blvd. 
Melbourne, FL 32901 
Telephone: (321) 674-8960 


3. REPORTING FACILITY (List all locations where animals wore housed or useo in actual raaaarch. tasting, teaching, or axpenmantation, or held lor 
sheets it necessary. ) 


these purx>oses. Attach additional 


FACILITYLOCATIONS (Sites) 



slanaaras govaming me care, trealmonl. ana use of an.mals including approonale use of anesthetic, analgesic, ana Iranquilipng anjgs prior to aunna 

and following adual research, teaching, testing, surgsry. or expenmentation were followod by this research facility * 9 - P 0 

2) Each pnncioal investigator has considered altemalives to painful procedures. 

3) This facility is aahanng to the standards ana regulations unaar the Act. and it has required that exceptions to the slanaarcs and regulations bo spocifieO and explained by the 
principal inuosligator and approved by the Instrtutional Animal Care and Use Committee IIACUC). A summary of all such exceptions la attached lo tnis annual report In 
addilion to idonlilying the lACUC aporoved axceolions. this summery inclurtes a hriot exolanalion ol the exceptions, as well as the sowfes and nijmner ot animals afloc'Bd 


4) The attending vetonnariantor this research tacllily has appropnale authooty to ensure the provision at aoeouate veterinary rare and 
animal care and use. ' = 


fo oversee the adeouacy of other aspects of 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I certify that the above is true, correcL antf complete (7 U.S.C. Section 2U3). 
















This report is required bylaw (7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 58-R-0023 
CUSTOMER NUMBER: 014 


DEC 0 2 2005 

Interagency Report Control No.: 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


St Petersburg College 
7200 66th St North 
Pinellas Park, FL 33781 

Telephone: (727) -341-3652 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A 1 



Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 


D. Number of animals upon 
which experim^ts. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the reas( 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 


5. Cats 


6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 


11. Pigs 

12. Other Farm Animals 


13. Other Animals 




ASSURANCE STATEMENTS ' 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, anaigesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary int 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

vn 

- , or Print) I DATE SIGNED 




( AUG 91 ) 



















Th»s reporJ is required by law (7 USC 2 M3). Failure lo report according to the regulations can 
result in an order lo cease and desist and lo be subject lo penalties as provided lor in Section 2150- 


See reverse side tor 
additional inlormation. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND Pt^NT HEALTH INSPECTION SERVICE 


CONTINUATION SHEET FOR ANNUAL REPORT 
OF RESEARCH FACILITY 

( TYPE OR PRINT) 


I. REGISTRATION NO. 


interagency Report Control No. 
ai80-OOA*AN 


FORM APPROVED 
OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Addrasa. aa registered with USOA 
inciude Zip Code) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY adiditional iheets t( necessary or use this farm.) 


Animals Covered 
By The Animal 
Welfare Regulations 


12. 4/OR 13. Other 
(List by species) 


B. Number of 
animals being 
bred, 

conditioned, or 
heidior use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet us^ lor such 
purposes. 


C Number ol 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D- Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquili 2 ing drugs were 
used. 


Number ol animals upon which leaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or iranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report). 


TOTAL NO. 
OF ANIMALS 


(Cols. C > 
D £) 



I 


assurance STATEMENTS 


1) . Prolessionally acceptable standards governing the caie, Irealmenl, and use of animals, including approriale use of anesthetic, analgesic, and iranquilizing drugs, prior ?o. during. 

and lollowiny aciudi research, reaching, resting, surgery, or experimentulior) were followed by this research facility. 

2) . Each principal tnvesllgaior has considered alternatives ro painful procedures. 

3) . This facility is adhering to the standards and regulations under the Act. and »t has required that exceptions to Ihe standards and regulations be specified and explained by the 

principal invesligator and approved by Ihe Institutiunjl Anunal Care and Use Comminee (lACUC) A summary of ail such exceptions is attached lo this annual report (n 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of Ihe exceptions, as well as the species and number ol animals affected 

4) . The attending veterinarian lor this research facility has appropriate aulhonly to ensure Ihe provision ol adequate veterinary care and to oversee the auequacy ol other aspects of 

animal care and use. 


CERTIFICATION BY HEADQUAKTES RESEARCH FACIUTY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I certily that Ihe above is true, correct, and complete (7 U S C Section 2M3) 


1 Sir.NATURE OF C.EO. OR INSTITUTIONAL OFFICIAL 


I NAME & TITLE OF C.EO. OR INSTITUTIONAL OFFICIAL (Type or pnnV 


DATE SIGNED 


I 




{ a 6 g 91 ) 


PART 1 - HEADQUARTERS 





















FACILITY LOCATIONS (Sites) 

HEADQUARTERS RESEARCH FACILITY: 

St Petersburg College 
7200 bb*** St North 
Pinellas Park, FL 33781 

SECONDARY FACILITY: 

Seminole Vocational Education Center 
12bl 1 Sb*** Ave North 
Seminole, FL 3377b 



FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A 1 


A. B. Number of animat 


Anintais Covered 
By The Animal 
Welfare Regulations 


4. Dogs 


5. Cats 

6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 

10. Sheep 

11. Pigs 

12. Other Farm Animals 

13. Other Animals 


being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 


C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, experiments, 

F. 

animals upon 

which experiments. 

research, surgery or tests were conducted involving 


which teaching, 

teaching, research. 

accompanying pain or distress to the animals and for wh 

TOTAI NllMRFR 

research. 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

OF ANIMALS 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments, 

( COLUMNS 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 

involving no pain, 

for which appropriate 

producing pain or distress in these animals and the reast 

C+D+E) 

distress, or use o 

pain-relieving 

drugs. 

anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

such drugs were not used must be attached to this report 


b 

O 









o 




ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures, 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in( 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 




CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 


SIGN, 



DATE SIGNED 




'iOfiofCS' 


V 











HG'^ 

This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 

: 7nn" 

. ^ w ggg attached form for 

additional information. 

( \\\ 

Interagency Report Control No.: \v \ 

UNITED STATES DEPARTMENT OF AGRICULTURE 

1. CERTIFICATE NUMBER: 

FORM APPROVED 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

CUSTOMER NUMBER; 8218 

0MB NO. 0579-0036 


Rumbaugh-Goodwin Institute For Cancer Research 

ANNUAL REPORT OF RESEARCH FACILITY 

Goodwin Institute For Cancer Research 


( TYPE OR PRINT ) 

1850 N.W. 69th Avenue 

Plantation, FL 33313 

Telephone: (954) -587-9020 


1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or e)q3erimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FAClLIPi^ LOCATIONS ( Sites ) - See Atached Listing /4^ 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY i Attach additional sheets if necessarv or use APHIS Form 7023A 1 | 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to Uie aninnals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the leaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6, Guinea Pigs 






7. Hamsters 






8. Rabbits 




-ts?— 


9. Non-human Primates 

— 





10. Sheep 






1 1 . Pigs 






12. ether Farm Animals 


-£3~ 



-O- 







13. ether Animals 







V J 



















1 ASSURANCE STATEMENTS 


1 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anestetic, analgesic, and tranquitizing drugs, prior to. during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 














This report is required by taw (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21t 


See attached 
additional inf( 


0 7 2005 


Interagency Report Control Noi: , 




UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


1. CERTIFICATE NUMBER: 58-R-0041 
CUSTOMER NUMBER: QQQ 


Mote Marine Laboratory 
1600 Ken Thompson Pkwy. 
Sarasota, FL 34236 

Telephone: (941) -388-4441 


FORM APPROVED 
0MB NO. 0579<I036 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


■ REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A 1 

I I I 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 





o 

5. Cats 





o 

6. Guinea Pigs 





o 

7. Hamsters 





o 

8. Rabbits 





O 

9. Non-human Primates 





Lq 

10. Sheep 





o 

11. Pigs 





o 

1 2. Other Farm Animals 





o 







13. Other Animals . 


2L 



2- 

(3 CTHCr^. Ani<AAl,$ 


( O 



I o 

COci.#rt i.v'*) 













I^ASSURANCESTATEMENTC 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


SIGNATU 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

DATE SIGNED 





APHIS FO 

(AUG 91 ) 























This report is required by law (7 USC 2143). Failure lo report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21 ( 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information 


OCT 3l2@fl5 

Interagency Report Control No 



1. CERTIFICATE NUMBER; 

58-R-0045 

CUSTOMER NUMBER: 

867 


FORM APPROVED 
0MB NO. 0579^036 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Dolphin Research Center 
58901 Overseas Hwy 
Grassy Key, FL 33050 


Telephone: (305) -289-0002 


3. REPORTING FACILITY ( List ail locations where aninrrals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual rese 
teaching, testing, surgery, or expenmentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the pnncipal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary int 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinanan for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 















adQit'onsI InformMton. 


DEC-01-2005 14=38 

resLii lA BA order lo C04$e and dwai and to bt subiea to perraiiieB at provided for in Section 2t.* 


P. 02/02 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CCRTIFICATE NUMBER; S8-R-0103 

CUSTOMER NUMBER: 0214 

^ 

FORM APPROVED 

0M8 NO 8579.0038 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

School Of Nat & Health Science 

1 1300 Na Second Ave 

Miami Shores. FL 33161 

Telephone: (305) -899-3200 

DEC 05 2005 


9. REPORTINO FACILITY ( LIU All loCAIions wlwf* inIniAlc «nre houiAa or ui«d in AduAi fAuiren. tAsUng. or AipAXmAniAllon, o' Md lor ilWiA purpeoAt AIIAcn AdaaonAl ahaaIa 11 nooAOA'y ) 


FACILITY LOCATIONS ( Siln ) ■ Sm Aiacnod LisUng 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I AUtch Additional ihtoU l( iMCaasaiv or uaa APHIS Form 7023A I 


B. Numbor cH inlmgl I C. NumOAr of 


AnlmAlA CovATAd 
By THa AnlmAl 
WtlfArA RAflulAllonA 


*. Dogs 


S. Cats 


8. Guinea Pigs 


8. Raboiis 


9, Non-human Primates 


to. Sheep 


11. Pigs 


12. Other Farm Animals 


13. Other Animals 


being ored, 
conoitiored. at 
held for uae in 
leocMng. tdBdng. 
expenmenid. 
reBABTCA, or 
Surgery but not yi 
used in* suen 
purDoses. 


antrneis upon 
vxAicn teeeniAd, 
rescB'cH. 

expervnantt. or 
testa were 
eoAdueted 
Involving no pain, 
disire&s. or usa o 
oein-reiieving 
dAagS 


0. Number of animats upon 
wAicA expen manta, 
laaching. resedren. 
surgefy. or tests ««ara 
conducted invotvtng 
accompanying pain or 
atstrasa to Ihe ar»>mBis an 
ter v^ich appropnaia 
enasthaiie. anaigesie. or 
UBr>qutit 2 ing drugs «vare 
used. 


E. Number of animals upon %vnten (aachmo. experimanis. 
raaaarcn. surgery or tests wero conducted involving 
secompanying pe>n or distress to the animaia and (or wih 
the use of appropnata aoestnetic. artp^gesic. or (reriguiiu 
drugs tivouia nave adwtnaiy affected itia procedures, res 
or inierpreiaiion of the ieacnir>g. research, eipertments. 
ewreery. or tesis. ( An expieneuen of me procedvm 
producing pain or diSlrass in these antnuls and lha raast 
such drugs were ngi used '^wsi ba atlach.ao !0 this report 


TOTAL NUU0£f) 
OF animals 

( COLUMNS 
C+D+E) 




ASSURANCE STATEMENTS 


1) Professionally accaptabia aiandergs gbvemlng the care, troaiment. and gse of animsiB. mouding epprppfiaie use of anestwic. enatgeS'C. pnd lonquitiztng dhigs. prtor to. durlrtg. ang foiiowirtg actual rest 
leeching, teetmg. surgery, gr expehmentaiion were foilonied by (his research facility. 

2) Each principal investigator has considered aitemeiivas to painful prooedurg s- 

3) This fadllry is adhering to the standards end raguiaUons under the Act and it has req\fired that cxceoiionB lo me standards and regulations oe speofled and explair^ed by me pnruiipal investigator and ao 
(nstiluuonal Animal Care and Use Commitee (lACUC) A aurmnary of all auch evcsptlona ta attached te thie smiual report, in addHion lo identifying (he lACUC-epproved exceptions, this summery im 
brief expianaLen g( me exceptions, as weit as (he species and nurmer of anm^ afTeGied 

4} The ahendlng vetarirranan for mis research facility has appropnata euihority to ensure me provixion gf adequate veterinary cere end le eversee me adequacy g( other asoects of snimel earg and use* 



■QTflL P.02 





































This report is required by law (7 USC 2143). Failure to report according to the reguiations can 
resuit in an order to cease and desist and to be subject to penalties as provided for in Section 21S0. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


1. REGISTRATION NO. 

58-R-0109 


See reverse side for 
additional information. 

ON NO. CUSTOMER NO. 

850 


Interagency Report Control No 
0180-DOA-AN 

FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 

ANNUAL REPORT OF RESEARCH FACILITY include Zip Code) 

/~n/PF DP PPTNT) MIAMI CHILDRENS HOSPITAL 

{ / rt'F UK KKHy I J GEORGE E BATCHELOR RESEARCH AND ACADEMIC 

PAVILION 

3196 SW 62NDAVE 

MIAMI. FL 33155-3098 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 

sheets if necessary.) 


FACILITY LOCATIONSl's/fes) 


MIAMI CHILDREN'S HOSPITAL DEPT OF EDUCATION 
MIAMI, FL 33155-3098 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

0. Number of animals upon 

E. Number of animals upon which teaching, 

F. 

animals upon 

which experiments. 

experiments, research, surgery or tests were 

TOTAL NO. 

which leaching. 

teaching, research. 

conducted involving accompanying pain or distress 

research. 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted involving 

anesthetic, analgesic, or tranquilizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D + E) 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attached to this report) 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legaily Responsibie institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) I DATE SIGNED 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 


















This report Is required by law (7 USC 2143). Failure to report according to the regulations can 
result In an order to cease and desist and to be subject to penalties as provided for In Section 211 


NOV 072III5 


See attached form for 
additional Information. 


Interagency Report Control No.: 




UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 58-R-0120 

CUSTOMER NUMBER: i QOO 

FORM APPROVED 

0MB NO. 05794X)36 


Orhs Health Sciences Center 


ANNUAL REPORT OF RESEARCH FACILITY 

Orhs Health Research Institute 


(TYPE OR PRINT) 

110 Bonnie Loch Court 



Oriando, FL 32806 



Telephone: (407) -426-9794 



3. REPORTING FACILITY ( U$t all locations where animals were housed or used In actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) • See Atached Usting 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res^ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in( 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4} The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

IGN/ DATE SIGNED 


APHIS 

( AUG 91 ) 
































I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY i Attach additional sheets if necessary or use APHIS Form 7023A ) \ 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected tne procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 


i 






1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary int 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 












This report is re<y''red by law (7 USC 2143). Failure to report according to the regulations can 
result n an oroer to cease and desist and to be subject to penalties as provided for in Section 21? 


See attached form for 
additional information. 


Interagency ReporiXontrol No.: 


NOV 16 2805 


UNITED STATES DEPARTMENT OF AGRICULTURE I i. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


CERTIFICATE NUMBER: 

58-R-0126 

FORM APPROVED 

OMB NO. 0579-0036 

CUSTOMER NUMBER: 

1796 



Brevard Community College 
1519 Clearlake Road 
Cocoa, FL 32922 


Telephone: (321) -632-1111 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or expertmentation. or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 

' I I I I "" " "* 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of i 

animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of approphate anesthetic, analgesic, or tranquiliz : 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures ! 

producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report . 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

L_ 

4. Dogs 




?'\pu<p,r\£o‘r2^^ 


5. Cats 



1 1 b 

^ 1 / ’ 


6. Guinea Pigs 






7. Hamsters 

1 




1 

S. Rabbits 

f 




1 

9. Non-human Primates 






10. Sheep 






I 

11. Pigs ! 


S' 




1 2. other Farm Animals 
/• A f 4-7 .1 


M 

i 

1 







i 



13. other Animals 



1 





1 



1 















1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropnale use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary int 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


DATE SIGNED I 


APHIS FORM 7023 
(AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 08). which is obsolete.) 









Addendum to APHIS Form #7023 
2004/05 

Reporting facility (List all locations where animals were housed or used in research, 
testing, or experimentation, or held for these purposes*) 

*Animah at Brevard Community College are utilized for teaching purposes only at the 
following locations. 

Brevard Community College 
Cocoa Campus: 

• Veterinary Technology Bldg #2 1 

• Fine Arts Bldg #4; Various speech classrooms 

• Institute for Community Education / BCC Lab School 

Titusville Campus; 

• Fine Arts Bldg; Various speech classrooms 

• Science Bldg 

Melbourne Campus; 

• Biology Bldg #5 

• Fine Arts Bldg: Various speech classrooms 
Palm Bay Campus; 

• Fine Arts Bldg: Various speech classrooms 

Brevard County Sheriffs Ranch 
Alternative Sentencing Farm 
Cocoa, FL 

Central Brevard Humane Society 
1020 CoxRd 
Cocoa, FL 

Cadavers and specimens utilized for teaching purposes in the Veterinary Technology 
Program; 

• Donated cadavers from the local humane society 
5 canines / 3 felines 

• Preserved specimens from Carolina Biological Supply 

2 canines / 4 felines; 6 bovine eyes; 6 ovine hearts; 6 ovine brains 

Cadavers and specimens utilized for teaching purposes in the Anatomy and Physiology 
courses: (Melbourne / Titusville) 

• Preserved specimens from Fischer Scientific 

12 felines; 52 ovine hearts; 42 ovine kidneys; 12 ovine brains; 12 bovine eyes 


DEC-01-2005 09=52 ■[ 

UNlTiO STATES C8PARTMEHT OF ASRICULTUR6 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


DEC 052005 


goaili«na noniwcn. 


1 . ceUTfflCATE NUMBER 58.R-O130 
OU8TOMEH NUMeEB: 15457 


P.02/02 


FORM APFROV6D 
□MB NO.OS7M036 




ANNUAL REPORT OF RESEARCH FACIUTY 

( TYPE OR PRINT ) 


HartMf Branch Oceanographic Institute 
58C0 Us 1 North 
Ft Pieroe, FL 34964 

Telephone; {772> -466-2400 


bI orhBB for > 


FACILITY locations (SIlM) - Sw AlKtied Uating 


gEPQRT OF ANIMALS USED BY OK UNDER CONTROL OF RESEARCH FACIL.TV t AM«ah 


AnVnala CovwmI 
SyTWAnliMl 
Wtitara RtgalgSaiu 


B. NufrCer ul s.’ilml 
Mrg 

csnetiorad, ar 
)iel<I for uM in 
taaortng, iMlirg, 
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This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21f 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


OCT 1 72005 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 

58-R-0131 

CUSTOMER NUMBER: 

3082 


Lubee Foundation Inc 
1309 N.W. 192nd Ave 
Gainesville, FL 32609 

Telephone: (352) -485-1250 


Interagency Report Control N 


FORM APPROVED 
0MB NO. 0579-0036 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessary or use APHIS Form 7023A ) 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestelic, analgesic, and tranquilizing drugs, prior to. during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhenng to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 

















FAClLIPr' LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessaiv or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Nurr^er of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate aiiesthetic, analgesic, or tranquiitz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

a 

a 

a 

o 

L?- 

5. Cats 






6. Guinea Pigs 

/ 





7. Hamsters 

~ 7 





8. Rabbits 

/ 

/ 





9. Non-human Primates 






10. Sheep 

/ 





11. Pigs 

/ 





12. Other Farm Animals 

/ 






/ 





13. Other Animals 

/ 
























ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatnient, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of anin^ls affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIG 


APH 


















0 ^ 7 “ 2 - 2005 


Interagency Report Control No.: 


This report is requireO by law (7 USC 2143). Failure to report according to the regulations can 


See attached form for 
additional information. 




UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 58-R-0 1 34 

CUSTOMER NUMBER: 26748 

FORM APPROVED 

0MB NO. 0579-0036 


A/euxe Chanc, e_ fU OT£ nd<dr<:^ S S G 

ANNUAL REPORT OF RESEARCH FACILITY 

■ ( TYPE OR PRINT ) 

H u aoxzszb I 53 W- S. '( XM-h n-pr t~ ' 

La Belle, FL 33975 ^3 13 0 


Telephone: (863) -675-0991 

Cdil S4>3 -Laos' Y/3V 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


j^^REPORTOFANIMAL£^SED^BY^OR^JNDERCO NTROI-^OF^RESEARCH^FACII£ITJ^Attach^addiliorial^^ use APHIS Form 7023A 1 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

j B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

V 

C. Numberof 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D . Number of animals upon 
which expenments. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate i 

anesthetic, analgesic, or | 

tranquilizing drugs were 1 

used. j 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wr 
the use of aopropnate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast 
such drugs were not used must be attached to this report 

F. 

i 

! TOTAL NUMBER 

OF ANiMALS 

i 

i ( COLUMNS 

C + D + E ) 

4. Dogs j 






5. Cats 


X 4 

/ 



6. Guinea Pigs 

i 


6 ! 



7. Hamsters 



A ! 



8. Rabbits 


^ 

^ Xj. 

- 


9, Non-human Primates 




/a 


10. Sheep 



X 

V ^ 




11. Pigs 



^ v! 

"^X^ / __ 


12, Other Farm Animals 


( 


X ' 








13. Other Animals 




X 

1 











X; 




1 

1 






ASSURANCE STATEMENTS 

1 ) Professionally acceptable standards governing Ite care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranq.,liz,ng drugs, poor to. dunng, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility ,s adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations he specified f ^ re 

. -II — u ;<- attached to this annual report. In addition to identifying the lACUC-approved exceptions, .nis -ur. a / . . 


Institutional Animal Care and Use Committee (lACUC). A summary of ail such exceptions is 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4] The attending vetennarian for this research facility has aopropriate authority to ensure the provision of adequate vetennary pare and to oversee the adequacy of oiher aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Offeial ) 

SIGNATURE OF C.E.O, OR INSTITUTIONAL OFFICIAL 

NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 

DATE SIGNED 

U-I-OM 


API 







FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

Dogs 

0 

Cats 

0 

Guinea Pigs 

0 

Hamsters 

0 

Rabbits i 

1 

0 

■ ■ — - — 1 

Non-human Primates 

0 

- Sheep 

0 

Pigs 

0 

. Other Farm Animals 




Other Animals 




SSURANCE STATEMENTS 


C. Number of 

D, Number of animals upon ' 

E. Number of animals upon which teaching, experiments, 

F. 

animats uoon 1 

which experiments. i 

research, surgery or tests were conducted involving 


which teaching, 

teaching, research. i 

accompanying pain or disirtiss to the and rcr wh 


research. 

surgery, or tests were ' 

the use of appropriate anesthetic, analgesic, or tranquiti 2 

OF ANIMALS 

experiments, or 

conducted involving 1 

drugs would have adversely affected the procedures, res 

tests were 

accompanying pain or 

or interprelation of the leaching, research, experiments. 

( COLUMNS 

conducted 

distress to the animals an 

surgery, or tests. { An explanation of the procedures 

involving no pain, 

for which appropriate 

producing pain or distress in these animals and the reast 

C+D+E) 

distress, or use O' 

pain-relieving 

drugs. 

anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

such drugs were not used must be attached to this reporl 

10 

0 

0 

10 

4 

0 

0 

4 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2} Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap ; 

Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< I 

brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

e or Print ) 

DATE SIGNED 
















This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 


UNITED STATES DEPARTMENT OF AGRICULTURE I 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 58-R-0136 26622 




Interagency Report Control No 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

FLORIDA INTERNATIONAL UNIVERSITY 
UNIVERSITY PARK. MARC 430 
11200 SW 8THST 
MIAMI. FL 33199 


3. REPORTING FACILITY {List all locations where animats were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfsrfes; 



REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

D. Number of animals upon 

E. Number of animals upon which leaching, 

F. 

animals upon 

which experiments. 

expenments, research, surgery or tests were 


which teaching. 

teaching, research, 

conducted involving accompanying pain or distress ; 

TOTAL NO. 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted involving 

anesthetic, analgesic, or tranquilizing drugs would 


tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

(Cols. C + 

conducted 

distress to d>e animals 

interpretation of the teaching, research, 

D + E) 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the crocedures oroducing oain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attached to this report) 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 21 43) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 

10/17/2005 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 

























This report is required by law (7 USC 2143). Failure to report according to the regulations can See reverse side for Interagency Report Control No 

result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. additional information. 0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PUNT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 

1. REGISTRATION NO. CUSTOMER NO. 

58-F-0009 966 

FORM APPROVED 

0MB NO. 0579-0036 

2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

SPACE LIFE SCIENCES LAB SLSL 

BLDG M6-1025; STATE ROAD 3 & FIFTH ST 

MAIL CODE BIO-3 

KENNEDY SPACE CENTER, FL 32899 

3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional I 

sheets if necessary.) 1 


FACILITY LOCATtONSfsrfes) 


SPACE LIFE SCIENCES LAB 
KENNEDY SPACE CENTER. FL 32899 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


A. 

Animals Covered 

By The Animal 

Welfare Regulations 

B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 

0. Number of animais upon 
which experiments, 
teaching, r^earch, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 

F. 

TOTAL NO. 

OF ANIMALS 

(Cols. C + 

D + E) 

4. Dogs 






5. Cats 






6. Guinea Pigs 






7. Hamsters 






8. Rabbits 






9. Non-Human Primates 






10. Sheep 






11. Pigs 






12. Other Farm Animais 












13. Other Animals 
























ASSURANCE STATEMENTS 



1 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and It has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legaliy Responsible Institutional official) 

1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL j 

1 

1 NAVE & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 

1 — 

DATE SIGNED 

09/29/2005 


APHIS FORM 7023 (Replaces VS FORM 18-23 (Oct 88), which is obsolete PART 1 - HEADQUARTERS 

(AUG 91) 



This report is required by law (7 USC 2143). Failure to report according to the regulations can See reveree side for 

result in an order to cease and desist a nd to be subject to penalties as provided for in Section 2150. additional information. 

UNITED STATES DEPARTMENT OF AGRICULTURE | 1. REGISTRATION NO. CUSTOMER NO. 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE I 58-V-0003 931 


Interagency Report Control No 09? 
0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

DEPT OF VETEFiANS AFFAIRS 
BAY PINES, FL 33504 


3. REPORTING FACILITY (List all locations where animal s were housed or' uUd in actual research, testing, leaching, or expenmentation. or held for these purposes. Attach additional 
' FACILITY LOCATlONSfs/fe^ 


VA MEDICAL CENTER 
BAY PINES. FL 33504 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropnate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, 
experinnents. research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 

(Cols. C + 

D + E) 



ASSURANCE STATEMENTS — 

' 1) Professionally acceptable standards governing the care, tr eatment, and use of animals, including appropnate use of anesthetic, analgesic, and tranquilizing drugs, pnor to, during, 

and following actual research, teaching, testing, surgery, or expenmentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 

onncipai invesfg^^^^^^^^^ by the Institutional Animal Care and Use ComnttUee (lACUC). A summary of all the exceptions Is attached to this ann^ report. In 

addition to identifying the lACUC-approved exceptions, this summary includes a bnef explanation of the exceptions, as well as the species and number of animals affected. 

4) The attendihg veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of anim al care and use. ^ ■ i» 

— ^ CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL 1 NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type orHrmt) DATE SIGNED 

11/08/2005 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 
















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2 
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Welfare Regulations 
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animals being 
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conditioned, or 
held for use in 
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experiments, 
research, or 
surgery but not 
yet used for such 
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research, 
experiments, or 
tests were 
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pain, distress, or 
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relieving drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
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accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
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E. Number of animals upon which teaching, 
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ASSURANCE STATEMENTS 
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and following actual research, teaching, testing, surgery, or experimentation were followed by this research fadlily. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annua report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 
aspects of animal care and use. 
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tranquilizing drugs were 
' used. 
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